È WW01149 (11/19 Guidance for Completing Form WWO1149 (11/19 
O FRH WWO1149 PAE Ee | — ARRE] ARES © 

It is not necessary to enclose any General Acceptance Letter in WWO1149 submission. 
O ARRA MANEAR RR By : 


Please follow the method stated below to complete the details of plumbing materials: 


KHE 
wW BAG: 28245000 (MIL: 280 333 
EH : wsdinfo@wsd gov hk 




















PEHARI ASN : 3248489 Form Serial No 
(Ww For official use) 
PPR HHL Premises Address : 
RLENRE REE AH : S Ask B) 
LIST OF PIPES AND FITTINGS INTENDED TO BE INSTALLED:- Page__of ___ 






PES para EEC EAA 
EE ASAT REETAN HIER HSR BK 


3 : (FAK Raat RARE BSE ASRS 
Description of pipes and à = Re 
fittings bare RER General Acceptance No. Location of designated 


Manufacturer Country of origin |/Registration No. under WELS prođucts registered under 
(Sfs#4, SRO see Note 4, 5 & 6) 


WELS/combined water 
saving devices 
Close-coupled Suite Í WALRUS | China (WC Pan WC 19-0017 
n aeea 
Plastic dual flush valve C20160574F 
for WC flush cistern 


Toilet 
Directory Search for Water Supply Pipes and Fittings with Valid General Acceptance: 
SEARCH RESULT 













CAHIZE7 see Note 7) 












































& Print © Download Search Result 


Surveillance Water 
Status Efficiency 
Type of Expiry Approval QA Info. GA* Surveillance Effective Surveillance Product Labelling 
Brand Manufacturer Origin Class Fittings Series Size Model GA Number Date Date Submitted GA* Remarks Status Date Remarks Photo Letter Scheme 


Q the Flushing f Plastic R- C20160574F hs- Download 


Mainland § Device dual flush B2900H-N jar-21 
of China 





Showing 1 results| Page: 1/1 < > Page: 






Register of Water Closets under WELS: 
Company's Telephone /| Brand Model GA Acceptance 






















Water Water flush | Water flush Types of |Date of Issue 


Registration Company 








































Number Website Reference Presentation on | Efficiency | volume (full) volume water closet 
Number of the Water Grade (litre/flush) | (reduced) 
Flushing Valve Efficiency Label] (1/2/3/4) (litre/flush) 
en Hing Hong Building |2391 0356 WALRUS] WR-120697.2B-00] €20160574F 1 48 3.1 Close- 
coupled Suite 


+ 
WR-120697.Txx- 
00+ 
WR-B2900H-N 


































